several pieces of metal lying within two or three inches of
the cable.  There were three pieces of metal measuring about
four feet long and four inches wide,

14.  Upon entering the area, the electrical inspector
had observed a crew bolting in the cross cut area between the
number four and five entries.  He observed the section fore-
man , Mr. Stone, in the same vicinity as well.

15.  After the inspector indicated that a citation was
being issued, the 7200 cable was de-energized.  The elec-
trical inspector went back and looked more closely at the
cuts on the cable near the power sled.  Using his fingernail9
he estimated that the cuts,were one eighth of an inch in
depth and varied from one half to two inches long.  It was
the inspector's opinion that these cuts were more than normal
wear and tear and amounted to serious damage to the outer
jacket.

16.  The way in which the 7200 cable was hung and placed
in this area of the number 5 Entry was readily observable.
The damage to the cable at the power sled and on the corner
of the intersection was also readily observable.  The Inspec-
tor made his observations of the area in a matter of minutes*
The potential for further damage was obvious at the corner of
the intersection and the end of the track.

17.  The 7200 cable had been in this positon from the
time the power center was moved to its location, within the
last several days.  It was Inspector Shriverfs opinion that
the cable had been in this condition for two to three days
based on his observation of the area.  He believed that the
overcast was cut several days before.  There was also rock
dust settled on the cable and there were no emptly bags In
the area, indicating the cable had been in this position for
several days.

18.  The area is required to be examined by the section
foreman during pre-shift and on-shift examinations.  Section
Foreman Stone had done an on-shift examination of this area
at approximately eight o'clock that morning.  A pre-shift had
been done by the last boss on the midnight shift.

19.  If left in this position, the cable would have been
subjected to further damage and it was reasonably likely that
a short circuit would have occurred.

20.  When a 7200 cable is damaged, a short circuit or
exposed conductors can result.  If a person contacts an
energized conductor, he would almost certainly be electro-
cuted given the voltage of this cable.  A short circuit can

1993blish the following sequence of mining.  The
